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Tiffany's Construction Company, General and 

Commercial Contractor 

» In the past, green building was viewed as a boutique 

H option for commercial construction for Los Angeles 
^ ^rMrtjfr. residents who are willing to pay top-dollar to equip their 

■B^HMMH^hLmI property with eco-friendly materials. However, today, 
Sjflttjli^ green building is simply the most effective building 

■■■pHtHH solution for those who want the most high quality, yet 

jfeWKBS^^B^B M cost-effective results from their construction company 

in Los Angeles. As green building has evolved, one 
HPjSBbS company has remained at the forefront of the field since 

■tflHMPM^ the beginning: Tiffany's Construction. Since 1979, we've 

jpMj^^ been serving California customers with energy-efficient, 

sustainable construction that allows your facility to be 
reached by all prospective patrons and customers. 

BjHfliffij^^ Accessibility and Efficiency 



- 

rr*9^~^ «* f& ADA standards are issued by the Department of Justice 

^^^RflH anc l the Department of Transportation, and are 
KgfiSEj designed to ensure that places of public 
-^^^^^^^^^^■S accommodation, as well as "commercial facilities" are 
accessible. The most recent ADA Standards offer minimum requirements for newly designed 
and constructed or altered public accommodations and commercial facilities to be accessible 
and usable by individuals with disabilities. In the past, our commercial contractor in Canoga 
Park delivered exceptional results to clients in need of construction services that include: 



As a renowned green building commercial construction 
company in Los Angeles, we have years of experience 
providing our clients with both new construction and 
renovations that ensure their structures meet local 
construction codes and ADA standards. This means that 
individuals with special physical needs will be able to 
access your property. 



> Tenant improvement 

> Remodeling restrooms and ramps and all other modifications to meet ADA 
requirements 

> Painting, drywall, general construction 

> Plumbing, electrical cool white roofing 

> Concrete, bricks and block construction 



Roofing:- We are a qualified applicator of United Coatings Manufacturing Co. 

Our fluid applied Reinforced Roofing system meets the "California Cool Roof Requirments". It is light 
weight yet tough and flexible membrane that applied directly over existing roof systems. It is comprised 
of layers of highly waterproof asphalt emulsion and tough polyester fabric. It is surfaced with an 
extremely durable acrylic coating. These components are fluid applied in the field to form a seamless 
membrane. 



Concrete:- We offer a full range of concrete construction and related management services 
from preconstruction through completion. Our professional teams have the collective knowledge and 
experience for virtually every type of project conceivable from light commercial to heavy industrial. Add 
our can-do spirit, and there is no job Tiffany's Construction can't take on. Whatever the challenge, we 
have what it takes to deliver for your project — no matter how large, how long, or how complex. 



Plumbing:- We offer a full line of commercial, industrial and residential plumbing service, 
from small repairs to large new construction projects. With our service work we offer prompt, efficient, 
and professional service technicians that can diagnose your plumbing needs. We do offer flat rate 
pricing; the price is given up front before the repairs are made. 



hLECTRICAL:- We take charge of every type of electrical project, combining 

innovative solutions with savings on equipment and installation. Count on us for complete 
responsibility for design and installation of lighting, motor control, co-generation and other 
complex electrical systems. Our professional engineers, designers and electricians all 
contribute to ensuring our performance meets your expectations, your schedule and your 
budget. 

General Construction:- w e understand how important trust is in a 

contractor / client relationship. Our clients rely on us to serve on their behalf, ethically and 
responsibly. We have a track record, a record of integrity, expertise and customer 
satisfaction. Our commitment to this is proven by the fact that returning clients account for 
more than half our business every year. Our clients value the relationship we build with 
them and recognize our commitment to quality, budget and schedule. Clients who work with 
us for one project return to Tiffany's Construction for all their future construction needs. 



Contact Us 



8523 Independence Ave 
Canoga Park, CA 91304 

PHONE: (818) 631 -4285 
FAX: (818) 734 -7840 

E-mail: Kamal@tifcon.com 



http://www.tifcon.com/ 



